Machinery

Fig. 19.    Additional examples of Distributors for Delivering   Coolants to Grinding Wheels

Landis Tool Co. of Waynesboro, Pa. Here it will
be seen that the pipe is jointed at c so that the
angle and position at which the fluid strikes the
wheel may be adjusted. At the end of the pipe
there is a distributor d, the position of which may
be regulated vertically on the pipe by loosening
screw e. At C and D are shown two forms of dis-

tributors used on Norton grinding machines; these
are provided with means of adjusting the stream
of fluid which strikes the wheel, and the design is
the same in both cases except that a broad dis-
tributor is used at D to provide for spreading the
fluid over a wide-faced grinding wheel. Distribu-
tor / may be adjusted vertically on the pipe by